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Message Text 



UNCLASSIFIED 

PAGE 01 OTTAWA 02440 112121Z 
62 

ACTION EUR-25 

INFO OCT-01 NEA-10 ISO-OO SS-15 NSC-10 SCI-06 HEW-08 

DOTE-OO INT-08 HUD-02 DODE-OO CEQ-02 EPA-04 EB-11 

IO-15 OIC-04 COME-OO CIAE-00 PM-07 INR-10 L-03 

NSAE-00 PA-03 RSC-01 PRS-01 SPC-03 USIA-15 TRSE-00 

SAJ-01 DRC-01 /166W 

079058 

R 112023Z OCT 73 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 1901 
INFO USMISSION NATO 
AMEMBASSY ANKARA 
AMEMBASSY ATHENS 
AMEMBASSY BONN 
AMEMBASSY BRUSSELS 
AMEMBASSY COPENHAGEN 
AMEMBASSY THE HAGUE 
AMEMBASSY LONDON 
AMEMBASSY LISBON 
AMEMBASSY LUXEMBOURG 
AMEMBASSY OSLO 
AMEMBASSY PARIS 
AMEMBASSY REYKJAVIK 
AMEMBASSY ROME 

UNCLAS OTTAWA 2440 

E.O. 11652: N/A 
TAGS: NATO, SENV, CA 

SUBJECT: CCMS: SYSTEMATIC ASSESSMENT OF HEALTH SERVICES TOUR 
REF: USNATO 4826; LISBON 3715 

EXTAFF INFORMS US THAT DR. MARCELLAS, GOC MINISTRY OF HEALTH 
OFFICIAL, HAS ' INDEFINITELY POSTPONED" SUBJECT TOUR BE- 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 OTTAWA 02440 112121Z 

AUSE OF "POOR PARTICIPATION." DR. MARCELLUS HAS CABLED 
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PROSPECTIVE ATTENDEES AND GOC IS INFORMING ITS NATO 
EMBASSIES OF TOUR POSTPONEMENT. U.S. EMBASSY CCMS OFFICERS 
MAY WISH TO FOLLOW UP TO INSURE HEALTH OFFICIALS UNDER- 
STAND THAT TOUR HAS BEEN POSTPONED. 

SCHMIDT 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 OCT 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973OTTAWA02440 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: OTTAWA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9731 037/aaaabbap. tel 

Line Count: 66 
Locator: TEXT ON-LINE 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 73 USNATO 4826, 73 LISBON 3715 
Review Action: RELEASED, APPROVED 
Review Authority: kellerpr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 -Dec-2001 by bryansd0>; APPROVED <26-Dec-2001 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCMS: SYSTEMATIC ASSESSMENT OF HEALTH SERVICES TOUR 
TAGS: SENV, CA, NATO 

To: SECSTATE WASHDC NATO ANKARA ATHENS BONN BRUSSELS COPENHAGEN THE HAGUE 
Type: TE 
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